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Important: Do not connect the USB cable until Step 1 6 or software may not 
install properly. Follow the steps in order. 

If you have problems during setup, see Troubleshooting in the last section. 
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Remove all tape 
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Lift the access door and 
remove tape inside the left 
side of the device. 




Locate components 



Windows CD m — m print cartridges 




$® Windows 



Macintosh CD 
$® Macintosh 

User Guide 
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power cord and 
adapter 



* Purchased separately. 

The contents of your box may differ. 




control-panel overlay 
(may be attached) 

(an^^(?iaLjnij^iuw>3) 



USB cable* 
grmiAifia USB* 
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Attach the control-panel overlay (if not attached) 
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a Position the control-panel overlay above the device. 



b Press down firmly on all edges of the overlay to 
secure it. 
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I The control-panel overlay must be attached for the HP all-in-one to work! 



I ^Jn^?aiJUW>3^iiJ^jj^^a>3^(5iaLjniJ HP all-in-one W£Snwn5nvh>nul(a 

Lift the color graphics display 






For best viewing, remove the protective film from the display. 
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Connect the power cord and adapter 





Press the On button and configure 



fiaiJij ill® uas^tofn 



On 



ill (?) 




a After you press the On button, the green light flashes, and then becomes solid. This 
may take up to a minute. 

b Wait for the language prompt. Use the arrow keys to select your language, and 
then confirm. Use the arrow keys to select your country/ region, and then confirm. 
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Remove tape from both cartridges 




Pull the pink tab to remove the tape 
from both print cartridges. 




r — — — — — — — — — — — — — — — — — — — — -| 

■ Do not touch the copper-colored 1 

[ contacts or retape the cartridges. 
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Insert the tri-color print cartridge 
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The device must be On before you can insert the 
print cartridges. 



a Hold the tri-color print cartridge with the HP 
label facing up. 

b Place the tri-color print cartridge in front of the 
left slot. 

c Push the cartridge firmly into the slot until it snaps 
into place. 
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Insert the black print cartridge 





a Hold the black print cartridge with the HP 
label facing up. 

b Place the black print cartridge in front of 
the right slot. 

c Push the cartridge firmly into the slot until 
it snaps into place. 

d Close the access door. 



n nain^uvifini^iAi Sen lemtviaenn HP 
ehuim 
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Align the print cartridges 
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a Press OK at each of the prompts on 
the control panel to start print cartridge 
alignment. 

The alignment may take a few minutes. 

b After the page prints, alignment is 
complete. Check the color graphics 
display for the status, and then press OK. 
If it fails, see Troubleshooting in the last 
section. 

Recycle or discard the alignment page. 
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If you are not connecting the device to a computer, continue to the User Guide for information on how 
to get started. 
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Turn on your computer 
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a Turn on your computer, login if necessary, 
and then wait for the desktop to appear. 

b Close any open programs. 



Insert the correct CD 
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Windows Users: 



a Insert the HP all-in-one 
Windows CD. 

b Follow the onscreen 
instructions. 



wtif Windows: 




n t&'IKa HP all-in-one 
Windows 



If the startup screen does not appear, double-click 
I My Computer, double-click the CD-ROM icon, I 
I and then double-click setup.exe. 



Macintosh Users: 



Insert the HP all-in-one 
Macintosh CD. Go to the 

next step before installing 
software. 



wtft Macintosh: 



teJuwiiflfi Macintosh 
^nvifii HP all-in-one 
TiidtfuftauffflliJ frail 
fl^sjlia^wia^nui? 



I Computer ua£@mijaAani/i lanau CD-ROM I 



^nntniflinijaAanvi setup.exe 
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Connect the USB cable 



aasfiuiniusi USB 

Windows Users: 



You may have to wait several minutes before you 
see the onscreen prompt to connect the USB cable. 

Once the prompt appears, connect the USB cable 
to the port on the back of the HP all-in-one, and 
then to any USB port on your computer. 



wtif Windows: 



vhuan^ffla^aafnflf naii^^^mairfnuii^ainijaivialn^a 
triflasnEiiAifia USB 

tfl □ rfn uai^tin fliJ n g "ti twaasrm USB i^inij 
TAia^i^miiVi^3 , 2ja>3LR%a>3 HP^all-in-one ^nntfu 
flaiihfTiJ wai® USB tflfflia ^a^AtatfAawwiifla? 


CMMd Vdu lim Mm 













I If you do not see this screen, see 

I Troubleshooting in the last section. 



Macintosh Users: 



Connect the USB cable to the port on the 
back of the HP all-in-one, and then to 
any USB port on your computer. 



wtft Macintosh: 



flaentiiAiiJA USB i^nffij^awifl^niivi^j 
^a^inta^ HP all-in-one ^nntfuflai^nnij 
wa^ta USB tftffl® ua>3m1av3 
Aawwiiflai" 
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Continue software installation 



Windows Users: 



Macintosh Users: 



If you do not see this screen, see 
Troubleshooting in the last section. Follow 
the onscreen instructions. Complete the Sign up 
now screen. 



a Double-click the HP All-in-One 
Installer icon. 

b Make sure you complete all screens, 
including the Setup Assistant. 



wtif Windows: 



wtft Macintosh: 



ma^ftii tmjvm@vrm ^inm < uni?t < uvi < ui^a Sign 
up now ^maf^smij^cu 



n @mfiaA§ni/i v 1,aAa c u HP All-in-One 
Installer 
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Congratulations! 




\ 



www.hp.com/support 



When you see the Congratulations! screen, 
you are ready to use your HP all-in-one. 

See the User Guide or onscreen help to get 
started. 
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ifiayrnvnirna Congratulations! 

HP all-in-one wiawtfltfnimah 
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Troubleshooting 




Problem: A Carriage Jam message appears. 

Action: Open the access door. Remove the tape from inside. Turn the power 
off, and then wait one minute. Turn the power on again. 




Problem: The Check Print Cartridge message appears after you insert print 
cartridges or the print cartridge alignment fails. 

Action: Remove print cartridges. Make sure you remove all tape from copper 
contacts. Re-insert the cartridges, and then close the access door. 



Problem: (Windows only) You did not see the screen telling you when to 
connect the USB cable. 



Action: Remove, and then re-insert the HP all-in-one Windows CD. Refer to 
Step 15. 




Problem: (Windows only) The Microsoft Add Hardware screen appears. 



Action: Click Cancel. Unplug the USB cable, and then insert the HP all-in- 
one Windows CD. Refer to Steps 1 5 and 1 6. 



Problem: (Windows only) The Device Setup Has Failed To Complete 

screen appears. 

Action: Verify that the control-panel overlay is firmly attached. Unplug the 
device and plug it in again. Check all connections. Make sure the 
USB cable is plugged into the computer. Do not plug the USB cable 
into a keyboard or non-powered hub. Refer to Steps 4 and 1 6. 



(Macintosh only) The Macintosh software does not install. 



Make sure the USB cable is plugged into the computer before 
installing the software. Do not plug the USB cable into a keyboard 
or non-powered hub. Refer to Step 1 6. 



Refer to the User Guide for more information. Printed on recycled paper. 
Visit www.hp.com/support for assistance. 

© Copyright 2004 Hewlett-Packard Development Company, L.P. Printed in country []. 



OS 





Q5786-90244 

^aemw Carriage Jam ihnngfju 

ifleidwaij tnmiJaan^'inn-mt'u fl@i,Alia>3 uaCTaihsinmviftaintfl 
nffiw ill 0 i^a>3 a n flf>3 




^aemw Check Print Cartridge iJ^ng^vi^^nnt^^iJVifln^jj^ 
vita fmiJf u 6h uviim 0 au vm n m 

naeiflaiJVifinwNwaan ^^i^^inl^>3miJi^>3ViW(5iaan^nnuniJvia>3u^>3 
usn tsaaijvifinnam^'ii/i ^nntfuilflfrhA^aiJ 





























I M J 1 — 1 



ilajvn: 



(u^ns: Windows) IwiAiij^iin^au^tmSaw^a^nu^iii^ USB 



liufVtai: ihuwiiflfi^HP all-in-one Windows aanuehteintfmihliJtvm 
Tih@anu#uflaui/i 15 




(uwns Windows) vm~Ra Microsoft Add Hardware ihmgfhi 



nan Cancel (□man) ItognmAifia USB a an uaitsiuwiiflfi 
HP all-in-one Windows whliJ Tihflanutfuflauvi 15 u>&% 16 



ilnjwi: (uriAns: Windows) vm~Ra Device Setup Has Failed To Complete 

(nn^^^aiin^nllw^ij^al) iJnngfhj 

iSunl^: (ar^sainnflfl^w^ aaeuJ^n 
ua^aiJn^fu \>\>&%®awiv\M\>®ii 

^i^sjaiJinT.matJijanEJWifla USB i^nnij^aw^i^am^i wnwflaeTm 
imiia USB whffmiJiiflimvft^ ^ihflanutfuflaufl 
4 nas 1 6 




?fi until : 



(uwns Macintosh) iNlflfiA&flartflui? Macintosh 

«T3^aaiJinl«Maanai.fii£la USB wnffiiPiau'WiLna? naufi^flfl^ 
^a^fiJui^wnwfiiasJnEJWifla USB i^nnmiihiwww^^ 
Tikeianutfuflaufi 16 



lihcirah^ www.hp.com/support ma^niiuiiiumiamuiiu 
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